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Trip Report - A8-M 


25X1 A9a 

25X1 A9a 25X1 A5a1 

asmitor progres^o^Contrac^i5^W3* Taek Order 3, the development 
and fabrication of the AS-4* syste®. 

2* The contractor reviewed the optional approaches T° r modifying 
AS-4 AS-4A systems to narrow bandwidth and redundant operation. 

If interim reports are not required aid engineering sketches instead 
of drawings axe obtained, #80,000 can be cat fro* the quoted cost. 

However, #40,000 will be required for four instruction manuals. 
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